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[] filed Watergate 

Gene ral Haig to Run Ni xon* s Staff 
[NITimes Svc] 

Miami 

General Alexander M. Haig was named assistant t© the 
President yesterday as President Nixon began to redesign 
a White House staff devastated by the Watergate scandal. 

The appointment of Haig, now vice chief of staff of 
the Army, was described by the White House as an "interim" 
appointment to continue most of the activities performed by 
H.R. Haldeman as head of the White House staff. 


